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Ch-mAb7F9, a human-mouse chimeric monoclonal antibody (mAb) designed to bind (+)-methamphetamine 
(METH) with high affinity and specificity, was produced as a treatment medication for METH abuse. In these studies, we 
present the preclinical characterization that provided predictive evidence that ch-mAb7F9 may be safe and effective in 
humans. In vitro ligand binding studies showed that ch-mAb7F9 is specific for and only binds Its target llgands (METH, 
(+)-amphetamine, and 3,4-methylenedioxy-N-methylamphetamlne) with high affinity. It did not bind endogenous 
neurotransmitters or other medications and was not bound by protein Clq, thus It Is unlikely to stimulate In vivo 
complement-dependent cytotoxicity. Isothermal titration calorimetry potency studies showed that METH binding by 
ch-mAb7F9 Is efficient. Pharmacokinetic studies of METH given after ch-mAb7F9 doses in rats demonstrated the in 
vivo application of these In vitro METH-blnding characteristics. While METH had little effect on ch-mAb7F9 disposition, 
ch-mAb7F9 substantially altered METH disposition, dramatically reducing the volume of distribution and clearance 
of METH. The elimination half-life of METH was Increased by ch-mAb7F9, but it was still very fast compared with the 
elimination of ch-mAb7F9. Importantly, the rapid elimination of unbound METH combined with previous knowledge of 
mAbitarget ligand binding dynamics suggested that ch-mAb7F9 binding capacity regenerates over time. This finding 
has substantial therapeutic implications regarding the METH doses against which ch-mAb7F9 will be effective, on the 
duration of ch-mAb7F9 effects, and on the safety of ch-mAb7F9 In METH users who use METH while taking ch-mAb7F9. 
These results helped to support initiation of a Phase la study of ch-mAb7F9. 



Introduction 

(+) -Methamphetamine (METH) abuse causes devastating 
acute and chronic medical effects, which are mediated via multiple 
neurotransmitter sites. ''^ Small molecule medications that target 
a single site of action (e.g., the dopamine transporter) have proven 
ineffective and in some cases addictive. The addiction treatment 
community thus has no US Food and Drug Administration 
(FDA) -approved medications for the physiological or psychiatric 
components of METH addiction.^ 

A monoclonal antibody (mAb) with high affinity binding to 
METH could provide a novel therapeutic strategy for METH 
abuse (e.g., see refs. 4 and 5). In rats, anti-METH mAbs bind 



METH in the blood away from its sites of action in the brain, 
thereby reducing its central nervous system effects. ""'^ Through 
this pharmacokinetic antagonism of METH effects, it is 
anticipated that anti-METH mAbs will reduce the pleasurable 
reinforcing effects of METH in humans, resulting in extinction 
of METH use behavior over time when combined with behavioral 
modification therapy. In addition, the use of a very long-acting 
anti-METH mAb antagonist, with a 2—4 wk half-life, could be a 
major breakthrough for patient compliance and provide support 
for a patient's willpower to reduce his or her vulnerability to 
METH-induced relapse during treatment. 

Ch-mAb7F9, developed for use in humans, is a human-mouse 
chimeric mAb designed to bind METH with high affinity and 
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Table 1. Affinity of anti-METH mAbs for stimulants 



Ligand 


ch-mAb7F9 


mAb7F9 


(+)-iVlETH 


K„ = 6.9niVl 


= 7.7 nIVI 


(+)-AIVIP 


K, = 350nlVl 


K, = 370 nM 


(+)-iVlDMA 


K, = 6.7 nM 


K, = 79 nM 



specificity. It was created based on the murine anti-METH 
mAb7F9 that is effective in prechnical studies at reducing 
METH-induced pharmacological effects in rats.** The binding 
characteristics of the original murine mAb were preserved by 
combining the mAb7F9 variable region with human IgG^ 
constant domains chosen to minimize the risk of effector function 
compared with IgG, or IgG^ isotypes.' While IgG^ also have low 
effector function risk, it has been shown that monoclonal IgG^ 
can participate in Fab-arm exchange with endogenous IgG^ 
molecules, which makes them unpredictable as therapeutics.'" 
Further, the antibody was designed as a chimeric to avoid a 
potential loss of affinity during humanization; for proof-of- 
concept studies with a first anti-METH mAb, this design was 
more time- and cost-effective. 

In preparation for a first-in-human clinical study, a series of 
preclinical studies was performed. The binding characteristics 
of ch-mAb7F9 to a variety of targets were determined. In vitro 
and in vivo studies were performed using potential target ligands, 
including METH, to predict safety and efficacy of the mAb in 
humans. 

In vitro studies examined ligand cross-reactivity to a variety 
of stimulants, neurotransmitters, over-the-counter medications, 
and other drugs of abuse. Studies of antibody binding to protein 
Clq were conducted to determine the potential for complement 
activation, an undesired effector function. Finally, capacity 
studies of ch-mAb7F9 for METH were done with isothermal 
titration calorimetry (ITC) as a measure of mAb potency. 

A pharmacokinetic study of ch-mAb7F9 was performed in 
rats that included characterization of the effects of METH on 
ch-mAb7F9 pharmacokinetics, and of ch-mAb7F9 on METH 
pharmacokinetics. In addition, the effect of murine mAb7F9 on 
METH pharmacokinetics was examined in a separate group of 
rats to determine if the in vivo METH binding characteristics of 
murine mAb7F9 and chimeric mAb7F9 were the same. 

Taken together, the in vitro and in vivo results demonstrated 
that ch-mAb7F9 is pharmacologically similar to its murine 
counterpart, and they helped to support a Phase la study of 
ch-mAb7F9 in humans. 

Results 

Ligand cross-reactivity 

The ability of ch-mAb7F9 to bind to target ligands or 
other endogenous and exogenous molecules was determined 
and compared with binding characteristics of the murine 
antibody, mAb7F9. Similar affinities of both murine and 
chimeric mAb forms for METH, (+) -amphetamine (AMP) and 
(+)-3,4-methylenedioxy-N-methylamphetamine [(+)-MDMA] 
demonstrate that the design of ch-mAb7F9 was successful in 
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Figure 1. Clq binding as a function of ch-mAb7F9 (open circles) and 
control antibody concentration. The positive control was purified IgG^ 
(squares) and the negative control was IgG^ (triangles). Results shown 
are the average of four replicates ± standard deviation. Error bars not 
visible are smaller than the symbol. 



maintaining the binding characteristics inherent to the parent 
mAb7F9 (Table 1). These data also suggest that ch-mAb7F9 will 
effectively bind METH in vivo, since other anti-METH mAbs 
with similar in vitro characteristics, including mAb7F9, exhibit 
METH binding in vivo.'' '*'" Affinity results for mAb7F9 have 
been previously reported.'^ These match well with the current 
results for METH and (+)-MDMA. It is important to note, 
however, that an error made in preparation of the inhibitor stocks 
in the original AMP binding study caused the earlier result'" to 
be reported incorrectly. 

Among the other compounds tested (Table 2), only 
(-)-MDMA was capable of inhibiting PH]-METH binding at 
greater than 50% when tested individually; therefore, it was the 
only ligand with a Kj (concentration of inhibitor that prevents 
50% of the PH]-METH from binding) less than 1 |jlM. All 
others had to be present at concentrations greater than 1 |xM to 
have a significant effect on the [^H]-METH binding capacity 
of ch-mAb7F9. Ch-mAb7F9 therefore does not bind any of 
these compounds well enough to have a clinically significant 
effect. Ecstasy is a racemic mixture of the (+) and (-)-isoforms of 
MDMA. They are structural analogs of (±)-METH; therefore, 
some cross reactivity is expected. The ability of ch-mAb7F9 to 
bind both forms of MDMA may actually improve its utility as a 
potential treatment for MDMA abuse in the future. 

Clq binding 

Ch-mAb7F9 was designed with human IgG^ constant 
domains to avoid unnecessary effector activities such as the 
ability to stimulate complement-dependent cytotoxicity (CDC), 
which is inherent to other IgG subtypes, e.g., IgGj.' A requisite 
first step in antibody stimulation of CDC is Clq protein binding. 
An ELISA-like assay was developed to examine the ability of 
ch-mAb7F9 to bind Clq protein. The results showed that only the 
positive control IgG^ bound Clq, and it did so in a concentration- 
dependent manner (Fig. 1). Neither the ch-mAb7F9 nor the 
negative control IgG^ bound Clq over a wide range of antibody 
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Table 2. Ligands tested in Ch-mAb7F9 cross-reactivity study 



Related stimulants 


Neurotransmitters 


Medications 


Drugs of abuse 


(+)-Methamphetamine 


Dopamine 


(+)-Pseudoephedrine 


Cocaine 


(+)-Amphetamine 


(-)-Norepinephrine 


(+)-Norpseudoephedrine 


IVIorphine 


(+)-i\/lDIVlA 


(-)-Epinephrine 


(-)-Phenylephrine 


Phencyclidine 


(-)-MDMA 


Serotonin 


(± )-Ephedrine 




(+)-MDA 


7-aminobutyric acid 


2-Phenylethylamine 




L-Glutamate 


Tyramine 



Table 3. Antibody thermodynamic values and stoiclniometry for target binding 



Antibody 


AG (kJ/mol) 


AH (kJ/mol) 


-TAS (kJ/mol) 


Stoichiometry (N) 


Ch-mAb7F9 


-43 


-45 


1 


1.89 


Matuzumab" 


-47 


-77 


30 


1.78 


Cetuximab^ 


>-50 


-70 


<20 


1.76 


Panitumumab" 


>-49 


-48 


<-1 


1.68 


mAbOS" 


-49 


-117 


68 


0.84 



'Data from or calculated from Alvarenga et al.'^ ''Data derived from Ramakrishnan et al.' 



concentrations. These data argue that ch-mAb7F9 is unhkely to 
stimulate CDC in vivo. While these results appear predictable, 
the FDA required a study to indicate a lack of unintended Fc 
effector function. 

ITC analysis of METH binding to ch-mAb7F9 

Isothermal titration calorimetry analysis of ch-mAb7F9 
binding to METH provided thermodynamic and stoichiometry 
measurements as shown in Table 3 and Figure 2. Data reported 
for three therapeutic anti-epidermal growth factor receptor 
(EGFR) mAbs'^^ and an anti-cocaine murine antibody''' (mAbOS) 
are shown for comparison. 

The Gibbs free energy change (AG) upon ch-mAb7F9 binding 
to METH is very similar to the other antibodies shown. Like the 
other antibodies, binding is mostly driven by a favorable enthalpy 
(AH) change that compensates for an almost nonexistent entropy 
(AS) penalty. The stoichiometry of an antibody is expected to be 
2 binding sites per antibody molecule. Like the antibodies against 
EGFR, ch-mAb7F9 is almost completely active. Errors in the 
estimated concentrations of the mAb or ligand, or modifications 
of the protein during manufacture or storage, may be the cause 
of the slight discrepancy. 

For comparison of antibody potency over time (stability) and 
between manufactured lots, the stoichiometry was converted 
to an activity value to show the capacity for binding METH 
per quantity of mAb. The average activity from the first good 
manufacturing practice-compliant lot of ch-mAb7F9 was 
1.96 |xg METH bound per mg mAb. 

ITC also provides the affinity of the binding reaction, which 
is the inverse of the dissociation constant (Kj-^). For ch-mAb7F9, 
the average experimentally determined was 49 nM. This result 
differs somewhat from that determined by ligand cross-reactivity 
studies using a modified radioimmunoassay (RIA; see Table 1); 
however, ITC measures the heats of binding in solution, while 
the RIA requires precipitation of the METH: mAb complex. 
Further, the RIA and ITC experiments were conducted at 
different temperatures and pH, both of which influence binding. 



In vivo studies 

Clinical observations, body weights, and hematocrit values 
In these studies, each rat was given a single antibody dose 
followed by a single METH (or saline placebo) dose 24 h later 
as outlined in Table 4. All rats in all groups survived to their 
scheduled euthanasia. Body weights remained consistent or 
increased slightly in all groups throughout the study and did not 
differ among the groups. Hematocrit values decreased slightly 
(e.g., from a mean of 51% to 47%) throughout the study, but 
this was not physiologically significant because the total decrease 
was less than 10% from baseline. No rat exhibited evidence of 
chromodacryorrhea (a stress indicator) or other health problem. 
No abnormalities were noted on gross pathologic examination. 
Pharmacokinetic analysis 

Pharmacokinetic parameter estimates for ch-mAb7F9 were 
consistent between ch-mAb7F9 doses (Table 5). The presence 
of METH did not substantially alter the pharmacokinetics 
of ch-mAb7F9. Because ch-mAb7F9 concentrations were not 
obtained until 24 h after ch-mAb7F9 dosing, compartmental 
analysis was not possible; therefore, the distribution phase of 
ch-mAb7F9 disposition could not be characterized. 

Analysis of the METH concentrations in the presence of 
ch-mAb7F9 and mAb7F9 suggests that both mAbs substantially 
altered the concentration history of METH. Both antibodies 
substantially decreased Vd^^ and Cl-^ for METH, resulting in an 
increased METH elimination half-life compared with METH 
alone (Table 6; Fig. 3). At the 150 mg/kg mAb dose, ch-mAb7F9 
decreased clearance of METH by approximately 50% compared 
with mAb7F9, roughly doubling the tj^^xz METH. 

In addition, METH pharmacokinetic values were altered 
dose-dependently by ch-mAb7F9. Ch-mAb7F9 decreased 
METH Vd^^ -5- and 25-fold at the 15 and 150 mg/kg doses, 
respectively. Ch-mAb7F9 decreased Cl^ to a greater degree 
in comparison to METH alone at 13- and 196-fold at the low 
and high doses, respectively. Because tj^^xz ^ function of Vd^^ 
and C1.J, (tj^2\z = (0.693*VdJ/Cl-|,), it was expected that t,^2\z 
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Table 4. Study groups: Antibody and METH doses 



Study Group 


Antibody and Dose 


Challenge iVIedication 


No. of Rats 


1 


Ch-mAb7F9 15 mg/l<g 


Saline 


12 


2 


Ch-mAb7F9 15 mg/l<g 


METH 1 mg/l<g 


12 


3 


Ch-mAb7F9 150 mgAg 


Saline 


12 


4 


Ch-mAb7F9 150 mgAg 


METH 1 mg/kg 


12 


5 


MAb7F9 150mg/l<g 


METH 1 mg/kg 


12 
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Figure 2. Study of METH binding to ch-mAb7F9 using ITC. METH was 
titrated into a solution of ch-mAb7F9 as described in the Methods sec- 
tion. The top half shows differential power signals as recorded over the 
experiment; the lower half shows the same data integrated over time 
and fitted to the model for a single binding site. 



would increase. However, these changes resulted in increases 
in METH tyj^^ of only 2.1- and 5.9-fold, respectively, which 
indicate that METH elimination was still rapid compared with 
ch-mAb7F9 elimination (2—7 h vs. 10—13 d). This finding is 
critically important to the understanding of ch-mAb7F9 action 
in attenuating METH effects. 

Discussion 

This preclinical characterization predicted that ch-mAb7F9 
would be safe in humans. Safety is predicted by the specificity 
of ch-mAb7F9 only for its target ligands, the lack of significant 
binding to other possible targets (e.g., neurotransmitters), and 



the lack of binding by Clq. Ch-mAb7F9 should not, therefore, 
interfere with normal neurological function or affect the medical 
use of structurally-related medications, and the risk for undesired 
effector function is expected to be minimal. Additionally, rats 
in the in vivo studies exhibited no significant health changes as 
evidenced by normal eating behavior and preservation of body 
weight throughout the study, providing further evidence that 
ch-mAb7F9 will be safe. 

Separate human tissue cross-reactivity and in vivo rat 
toxicology studies performed under good laboratory practice 
(GLP) conditions also indicate ch-mAb7F9 should be safe in 
humans (results not shown). Briefly, the tissue cross-reactivity 
studies showed ch-mAb7F9 staining in a variety of tissues, but 
the staining was cytoplasmic. It is unlikely that the cytoplasm and 
cytoplasmic structures would be accessible to ch-mAb7F9 in vivo 
because of the molecular size of the antibody. In the toxicology 
study, ch-mAb7F9 was well-tolerated at single doses up to 400 
mg/kg (no-observed-adverse-effect level, NOAEL), which is well 
above possible human doses. No ch-mAb7F9-related mortality 
or evidence of systemic toxicity was observed and no target 
organs were identified. In this GLP study, the elimination half- 
life of ch-mAb7F9 appeared to be 8-12 d. Together, these safety 
studies of ch-mAb7F9 were sufficient to support a Phase la study 
of this medicine. 

In the current studies, ch-mAb7F9 substantially altered 
METH disposition in a dose-dependent manner. Given the 
greater relative reduction in METH Cl-j- compared with Vd^^, 
the increase in tj^^,^^ was expected. The elimination of METH, 
however, remained high compared with antibody elimination 
(Table 5 and 6). The rapid elimination of METH in the presence 
of ch-mAb7F9 suggests that clearance of unbound METH was 
not affected as much as would be predicted by high affinity 
binding by the mAb alone. In other words, if ch-mAb7F9 bound 
METH tightly, but did not release it, the METH half-life would 
approach that of the antibody. The fact that antibody affinity 
reflects both the ligand on rate and off rate means that even high 
affinity antibodies may release a ligand very quickly if the rate 
of ligand binding is sufficiently rapid. In support, preliminary 
surface plasmon resonance studies of the on-off rates of METH 
binding to ch-mAb7F9 indicate that both reactions are fast (data 
not shown). An explanation for the preserved elimination of 
METH is that it is quickly released from the mAb into the blood 
from which it is eliminated. 

Ch-mAb7F9 was able to effect a change in METH disposition 
when there was an excess of METH relative to antibody binding 
sites. Based on a calculation of the predicted numbers of 
ch-mAb7F9 METH binding sites at the time of METH dosing in 
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Table 5. Ch-mAb7F9 pharmacokinetic values with and without iVlETH 



Treatment Group 


Vd^^ (mL/kg) 


Cl^ (mL/kg/d) 


t,„,z(d) 


Ch-mAb7F9 15 mgAg 


108.4 


6.9 


10.9 


Ch-mAb7F9 15 mg/l<g with iVlETH 


115.1 


6.1 


13.1 


Ch-mAb7F9 150mg/l<g 


108.3 


6.5 


11.5 


Ch-mAb7F9 150 mg/l<g with METH 


108.2 


7.6 


9.8 



Table 6. IVlETH pharmacokinetic values after SC METH administration and ch-mAb7F9 treatment 



Treatment Group 


Vd^^ (mL/kg) 


Cl^ (mL/kg/hr) 


t,„,z (hr) 


Ch-mAb7F9 15 mg/kg 


1881 


575 


2.3 


Ch-mAb7F9 150mg/kg 


365 


38.6 


6.5 


MAb7F9 1 50 mg/kg 


391 


75.2 


3.6 


IVlETH alone' 


9000 


7560 


1.1 



'METH pharmacokinetic values are from Riviere et al.^' 

this study, the ratio of METH molecules to ch-mAb7F9 binding 
sites in the body was greater than 3:1 for the 150 mg/kg mAb 
dose, and greater than 30:1 for the 15 rng/kg mAb dose. The 
observation that anti-drug antibodies effectively redistribute their 
target ligands in the face of target ligand excess has been shown 
in other studies of anti-drug antibodies (see refs. 5 and 15). These 
findings indicate that the observed capacity of ch-mAb7F9 to alter 
METH disposition is greater than predicted by the relationship 
of the number of METH molecules to ch-mAb7F9 binding sites 
in the body. The in vitro binding characteristics of ch-mAb7F9 
for METH and the continued rapid elimination of METH in 
the presence of ch-mAb7F9 indicate that METH bound to 
ch-mAb7F9 is released to regenerate METH binding sites that 
can subsequently act on additional METH molecules. This could 
explain the ability of ch-mAb7F9 to redistribute METH in the 
face of doses in excess of the mAb's binding capacity. 

Regeneration of binding capacity is relevant to the clinical 
safety concern that users will take METH during treatment 
with ch-mAb7F9. The possibility that a user will attempt to 
surmount the blocking effects on reinforcement of ch-mAb7F9 
by taking high METH doses is substantial based on recidivism 
rates. Each mAb molecule does not appear to bind irreversibly 
to METH, but rather alters the equilibrium of METH through 
reversible binding. Therefore, the risk of reaching a threshold or 
"ceiling" effect of ch-mAb7F9 function in which METH effects 
suddenly spike due to an acute increase in unbound METH 
seems unlikely. Furthermore, the METH that dissociates from 
the antibody likely does not all distribute to pharmacologically 
"active" sites, since not all of cardiac output goes to active sites, 
and since the METH clearance remains rapid. This hypothesis 
will be tested in future studies. 

In the current studies, a t,,^. of 10-13 d for ch-mAb7F9 in 
rats was observed. We predict that ch-mAb7F9 will have a long 
t,,^, in humans, as much as 3 wk. This is because the Vd ofleG 

1/2AZ ss D 

molecules in both species is similar (due to the large size of the 
IgG molecule), but their in humans is approximately one- 
third that observed in rats, resulting in tj^^,^^ values in humans 
of approximately 2- to 3-fold that of the rat, or 3 wk.'^"* This is 
important because a long half-life suggests that the duration of 
effects from a single ch-mAb7F9 dose will protect a METH user 



during a period in which the user is very vulnerable to recidivism 
to METH use, i.e., the first several days after initiation of 
abstinence. Furthermore, the long duration of action will allow 
for infrequent dosing, improving compliance with the treatment 
regimen. 

The final goal of this study was to determine the 
pharmacokinetic bioequivalence of ch-mAb7F9 to mAb7F9 as 
an in vivo test that binding characteristics were preserved on 
production of the chimeric antibody. The in vivo binding study 
of METH by ch-mAb7F9 indicates ch-mAb7F9 is as effective, 
if not more so, than the murine mAb parent in altering METH 
disposition. Evaluation of the differences between the effects 
of ch-mAb7F9 and mAb7F9 on METH disposition show that 
ch-mAb7F9 (150 mg/kg dose) decreased METH Vd^^ slightly 
and Cl-j- substantially more than the murine mAb7F9 at the 
same dose (Table 6). One pharmacokinetic explanation for this 
finding is that ch-mAb7F9 may have smaller Vd^^ and Cl-j, values 
than the murine mAb7F9. It is also possible that in vivo binding 
of METH by ch-mAb7F9 is more effective than by mAb7F9, 
perhaps due to higher in vivo affinity for METH. Finally, the 
on-off rates of METH binding by mAb7F9 compared with 
ch-mAb7F9 may be slightly different and could also have 
contributed to the differences in METH pharmacokinetics. 
Further biophysical comparison of ch-mAb7F9 and murine 
mAb7F9 characteristics is needed to confirm this hypothesis. 
While the pharmacokinetics of mAb7F9 and its METH binding 
characteristics have not been evaluated, ch-mAb7F9 was at least 
as effective as mAb7F9 in altering METH disposition, proving 
the hypothesis of bioequivalence. 

The primary limitations of this preclinical characterization relate 
to the pharmacokinetic study and analysis of the pharmacokinetic 
data. Blood samples were obtained for only 21 d from the rats. 
Given that the observed tj^j^^ of approximately 10-13 d would 
require sampling for 40-70 d (4-7 half-lives) to completely 
describe the elimination phase of ch-mAb7F9 disposition, 
the duration of blood sampling was too short. Furthermore, 
because blood sampling for ch-mAb7F9 concentrations did not 
start until 24 h after antibody dosing, the distribution phase 
of ch-mAb7F9 disposition could not be described, and a non- 
compartmental approach to the analysis was used. In addition, 
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Figure 3. METH concentrations vs. time in the presence of anti-IVIETH 
mAbs. Data points from individual rats are graphed; lines were fit to the 
average concentration at each time point because each animal was typi- 
cally sampled only every other time. Rats received 15 mg/kg ch-mAb7F9 
(closed circles), 150 mg/kg ch-mAb7F9 (open circles), or 150 mg/kg 
mAb7F9 (open triangles). 



the samphng schedule did not allow determination of individual 
pharmacokinetic fits for each rat, so a pooled approach was 
used. Despite these limitations, the results were similar to those 
obtained in the GLP toxicology study for ch-mAb7F9 in which 
samples were obtained for 56 d; the antibody tj^^xz determined in 
that study was 8-12 d (results not shown). 

In the current study, only a single dose of METH (1 mg/kg, 
SC) was given as a challenge for the antibody. This is certainly 
less than the amount METH users would self-administer in 
attempts to surmount the effects of ch-mAb7F9. Future studies 
are planned to address the safety of the interaction between 
ch-mAb7F9 and large doses of METH. 

In summary, these results showed that binding characteristics 
of the murine mAb7F9 and the desired pharmacologic 
characteristics of an IgG^ were preserved in the design of 
ch-mAb7F9 from its murine counterpart, mAb7F9. These 
studies confirm that the capacity of ch-mAb7F9 to alter METH 
disposition is greater than predicted by the relationship of the 
number of METH molecules to ch-mAb7F9 binding sites in the 
body. This is a critically important finding because it suggests 
that ch-mAb7F9 will be effective in the face of large METH 
doses. If this is true, the risk that a user can effectively surmount 
the effects of ch-mAb7F9 by taking very large (binge) doses of 
METH and even experience METH toxicity may be clinically 
insignificant. The combination of high affinity and specificity 
for METH with a lack of other antibody effects suggests that 
ch-mAb7F9 may be safe and effective in humans. Only when 
studies in humans are performed will the real effect of this new 
medication for the treatment of METH abuse be realized. 

Materials and Methods 

Test and control articles 

Murine mAb7F9 was developed, produced and formulated 
as described previously.'^ The antigen binding site of murine 



mAb7F9 served as the starting template for creating anti-METH 
ch-mAb7F9. To make the chimeric antibody, RNA from the 
murine mAb7F9 hybridoma cell line was extracted and used in 
reverse transcription to obtain the heavy and light chain coding 
sequences of the mAb7F9 variable region. These were then joined 
to the coding sequences for the constant domains of a human 
IgGji^ antibody and inserted into a Chinese hamster ovary cell 
line for expression. Catalent Pharma Solutions generated the cell 
line and manufactured ch-mAb7F9 for these studies. 

METH was obtained as solid (+)-methamphetamine hydro- 
chloride and as tritiated METH in liquid formulation. Other 
controlled substances including (+) -amphetamine sulfate 
(AMP), (+)-3,4-methylenedioxy-N-methylamphetamine hydro- 
chloride (MDMA), (-)-MDMA, (+)-norpseudoephedrine hydro- 
chloride, (+)-3,4-methylenedioxyamphetamine hydrochloride 
(MDA), cocaine hydrochloride, morphine sulfate, and phency- 
clidine hydrochloride were received as powders. All came from 
the Research Triangle Institute through the National Institute 
on Drug Abuse. Other chemicals for ligand binding studies were 
purchased from Sigma Aldrich. 

Control IgGs for the Clq binding studies were obtained from 
Sigma Aldrich (Cat #:I5154, 15404); the Clq protein itself came 
from Abeam, Inc. (Cat #:ab96363). 

In vitro ligand binding 

Non-GLP in vitro ligand binding studies were performed to 
determine the ability of ch-mAb7F9 to bind its intended targets 
and other endogenous and exogenous molecules. The assay used 
a modified radioimmunoassay (RIA) in a competitive binding 
format with PH]-METH as a tracer.'^ For (+)-METH (+)-AMP 
and (+)-MDMA, a complete inhibition curve was constructed 
to determine the dissociation constant (K^, which is the inverse 
of the affinity constant) or K| (concentration of inhibitor which 
prevents 50% of the PH]-METH from binding) for mAb7F9 and 
ch-mAb7F9. For other potential ligands with a lower probability 
of binding to the mAb, pools of compounds (each ligand at 
1 |jlM) were tested as potential inhibitors of PH]-METH 
binding. Ligands were retested individually if the pooled test 
results revealed significant (>50%) inhibition. 

In vitro Clq binding 

The potential effector function of ch-mAb7F9 was 
determined using a non-GLP interaction assay to measure 
ch-mAb7F9 binding to Clq, the first protein in the complement 
cascade. Commercially available purified human IgGj and IgG^ 
were used as positive and negative controls, respectively. Assay 
plates were coated with ch-mAb7F9, IgGj, or IgG, in the range 
from 0.3 to 30 (Jtg/mL. After blocking to prevent non-specific 
binding, Clq (labeled for detection) was applied to each well at 
1 fJLg/mL. Assay wells were analyzed by electrochemiluminescence 
detection to determine the relative amount of antibody binding 
to Clq, a requisite step for complement activation in vivo. 

Isothermal titration calorimetry (ITC) 

The thermodynamics, affinity and stoichiometry of 
ch-mAb7F9 binding to METH were measured using isothermal 
titration calorimetry (ITC) with a VP-ITC instrument from GE 
Healthcare. For a review of ITC and its use in antibody quality 
control, see ref 19 and www.microcal.com. ITC runs were 
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Table 7. Dosing and sampling times for each study group 





Study Day 




Baseline 


1 


2 


3 


4 


5 


8 


15 


22 




Wed-Fri 


Men 


Tues 


Wed 


Thur 


Fri 


Men 


Men 


Men 


Rat 
No. 






* 


1 min 


5min 


Ihr 


2hr 


4hr 


6hr 


24hr 


48hr 


3d 


7d 


14d 


21d 


1-4 


X 


Y 


* 


X 






X 






X 




X 




X 




5-8' 


X 


Y 


* 




X 






X 




X 


X 


X 


9-12 


X 


Y 








X 






X 




X 




X 




X 



X, Blood samples were taken via a tail vein. The baseline sample was taken during the week prior to antibody dosing. Blood sample volumes were 400 
[1.L at baseline, day 3 or 4, and day 8 or 15. The other sample volumes were 350 [i.L. Y, Antibody doses were given in the morning of study day I.The doses 
were given in a volume of approximately 3 mL over 2 min via the tail vein. *The IVIETH dose was given SC in a dose of 1 mg/mL in a volume of 1 mL/kg. All 
subsequent blood sampling times were relative to the METH dosing time. For the 1 and 5 min time points, rats were anesthetized with isof lurane prior to 
METH administration to ensure timely blood sampling. "Rats 5 and 6 in each group had blood samples taken on day 3, while rats 7 and 8 had blood samples 
taken on day 4. Similar sampling occurred on days 5 and 8, and 15 and 22. Thus, there were 6 samples at each time point on days 3 through 22. Four (4) 
samples were taken at each time point on day 2. Hematocrits were measured at baseline, on days 3 or 4, and days 5 or 8, depending on when each animal's 
blood sample was drawn on these days. 



conducted by titrating an 86 |xM solution of METH into a cell 
containing 5 |JlM ch-mAb7F9 with a stirring rate of 307 rpm. 
The sample and reference cells were held at the same constant 
temperature. Upon binding between METH and ch-mAb7F9, 
heat was given off in proportion to the amount of binding. The 
instrument measures the difference in heat required to maintain 
the same temperature in the sample cell as that in the reference 
cell with no titration occurring. As METH is incrementally 
injected into the cell, the antibody becomes saturated and only 
the heats of dilution are measured. Over the course of each run, 
28 individual injections of 10 |jlL were completed with a 200 s 
delay between each to reach equilibrium. All runs were conducted 
at 37 °C in phosphate-buffered saline at pH 6.5. 

ITC data were analyzed using the customized Origin 7 
software (OriginLab) provided with the instrument using 
the included model for one binding site. A binding curve was 
constructed from the plot of heats from each injection against 
the ratio of METH and ch-mAb7F9 in the cell. From this curve, 
the stoichiometry of binding (N) was determined by the ITC 
software. Because N should be 2 METH:ch-mAb7F9 for a 
100% active antibody solution, the calculated N value and the 
molecular weights of METH and ch-mAb7F9 can be used to 
calculate the amount of METH bound per quantity of antibody, 
with 2.07 being the jJLg METH bound per mg mAb from a 100% 
active antibody. Further, the software calculates enthalpic and 
entropic contributions to binding and the association constant, 
which is the reciprocal of K^^. 

In vivo pharmacokinetics study 

The objectives of this study were to (1) determine the 
pharmacokinetics of ch-mAb7F9 using the concentration history 
of ch-mAb7F9 beginning one day after its administration; (2) 
determine the effect of ch-mAb7F9 on the concentration history 
of METH given 24 h after ch-mAb7F9 administration; and 
(3) determine the relative pharmacokinetic bioequivalence of 
ch-mAb7F9 and murine mAb7F9. 

Animals 

Male, Sprague Dawley (Charles River Laboratories) rats were 
used. The number of animals in each dose group (n = 12) was 



selected to allow collection of at least 4 serum samples from different 
rats at each time point over the 3 wk period of the study without 
inflicting undue stress on the animals due to tail vein blood draws 
or anemia. The animals were acclimated to their housing for at 
least 1 wk before antibody dosing and were housed individually 
throughout the study. Housing and care were as specified in the 
USDA Animal Welfare Act (9 CFR, Parts 1, 2, and 3) and as 
described in the Guide for the Care and Use of Laboratory Animals 
from the National Research Council. These studies were reviewed 
and approved by the University of Arkansas for Medical Sciences 
Animal Care and Use Committee. The disposition of all animals 
was documented in the study records. Rats in all the studies were 
euthanized by exsanguination and decapitation while under 
isoflurane anesthesia. Veterinary care was available throughout the 
study and the veterinary staff examined the animals as warranted 
by clinical signs or other changes. No veterinary medicinal 
treatments were administered during the study. 
Dose formulation 

Ch-mAb7F9 and mAb7F9 doses were prepared in 
10 mL/kg volumes for each group. The day before administration 
to the rats, an aliquot of stock antibody solution was centrifuged 
at '100,000 times gravity for 1 h at 5 °C and the supernatant 
was refrigerated overnight. On the day of administration, the 
supernatant was diluted with filtered phosphate-buffered saline 
(15 mM sodium phosphate, 150 mM NaCl) to obtain the final 
dose for each group. All procedures were performed using aseptic 
techniques in a laminar flow hood. 

METH prepared as a 1 mg/mL solution was made using 0.9% 
NaCl for injection. The stock solution was filtered and placed in 
sterilized, capped vials, and stored at 2 to 8 °C. 

Experimental design 

Using 5 study groups with 12 rats per group, each rat received 
a single dose of mAb on Day 1 (Monday, see Table 4). The mAb 
dose was administered through a tail vein over approximately 
2 min. The dose volume for each animal was calculated based on 
the most recent body weight measurement. A single METH dose 
(or saline as placebo) was administered subcutaneously (SC) on 
Day 2 (Tuesday). 
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Six tail vein blood samples (350 or 400 |jlL each) were taken 
from each rat over a 3 wk period, with a maximum of 1.2 mL 
withdrawn in a 24 h period (see Table 7). Hematocrits were 
measured at baseline, at 3 or 4 d, and at 5 or 8 d (depending on 
the group) to ensure the percentage of red cells did not decrease 
more than 10% over the course of the study. Body weights and 
general health observations were recorded for each animal, and 
gross pathologic observations were made at euthanasia. 

METH concentrations 

Solid phase extraction combined with an Acquity Ultra 
Performance Liquid Chromatography (UPLC®; Waters Corp) 
and tandem mass spectrometer (MS) was used for the detection 
of METH in rat serum. ^° The method utilizes solid phase 
extraction via Oasis® MCX sorbent technology (Waters Corp). 
The UPLC-MS is a Waters Acquity system interfaced with a 
Waters Quattro Premier XE mass spectrometer. For analysis, the 
following parameters were used: capillary voltage, 2.5 kV; cone 
voltage, 18 V; source block temp, 150 °C; solvent gas (nitrogen) 
delivered at 600 L/hr gas flow rate at 500 °C. Argon gas pressure 
was used to dissociate the precursor ions [(+)-METH] and the 
collision energy was optimized to enhance the signal of the 
product ions used in quantification. The ion transition was m/z 
150.1 — > 90.8 for (+)-METH. A standard curve was formulated 
using the calibration standards. The lower limit of quantification 
was the lowest that met acceptance criteria on the standard curve, 
and was either 0.3 or 1 ng/mL. The upper limit of quantitation 
was 1000 ng/mL. Reproducibility was determined through 
repeated extractions of standards and all predicted values were 
within ± 20% of their expected concentrations. 

Ch-mAb7F9 concentrations 

The concentration of ch-mAb7F9 in rat serum samples was 
determined using a Meso Scale Discovery® (MSD) 96-well 
microtiter format by direct electrochemiluminescence detection. 
Plates coated with 1 |xg/mL donkey anti-human (Fc-specific) 
antibody (Jackson Labs Cat #:709-005-098) for 60 min were 
washed with phosphate-buffered saline containing 0.05% Tween 
20 (PBS-T) and incubated an additional 60 min with SuperBlock 
(Pierce Biotechnology, Inc. Cat #: 37535). Rat serum samples, 
or different amounts of ch-mAb7F9 for a standard curve and 
quality control samples, were added to wells of each plate in 
duplicate. After an hour, plates were washed with PBS-T to 
remove unbound protein and incubated for 60 min with donkey 
anti-human (Fc-specific) antibody labeled with MSD Sulfo-Tag 
(0.5 |xg/mL) for ch-mAb7F9 detection. MSD Read Buffer T was 
added to the wells and each plate was read with the MSD Sector 
PR 100 instrument. The entire method was conducted at room 
temperature with shaking on a plate shaker. 

Serum samples were diluted 1:10 with SuperBlock and then 
further dilutions made as necessary using SuperBlock containing 
10% naive rat serum so that the final concentration of serum in 
all samples was 10%. The standard curve of ch-mAb7F9 ranged 
from 5 to 1000 ng/mL. Two sets of quality control samples per 
plate were prepared with ch-mAb7F9 at 0 (blank), 15, 75, and 
350 ng/mL. The standard curve and quality control samples were 
prepared in SuperBlock containing 10% naive rat serum. 



The average experimentally derived concentration value 
and percent difference (%Diff) for each set of replicates were 
calculated. Ifthe%Diffofasetwas 25%, the average value was 
accepted. A minimum of 6 acceptable standards was required to 
generate a 4 parameter logistic standard curve with R^ S= 0.990. If 
acceptance criteria for the standards and quality control samples 
were met, average sample values that met the %Diff requirement 
from that plate were accepted. Final values were calculated as the 
average of all accepted values obtained from each sample. 

Pharmacokinetic analysis 

Log concentration-vs.-time curves for all time points in each 
study group were analyzed by model-independent methods using 
the fitting software, WinNonLin (Pharsight Corporation). Non- 
compartmental analysis was done to estimate pharmacokinetic 
parameters using the following equations: Vd^^ = (D*AUMCO-co)/ 
AUCO-^^; CL = D/AUCO-«; and t,„, = 0.693*MRT, where Vd 
is the volume of distribution at steady-state, D is the injected 
dose, AUMCO-oo is the area under the first moment curve 
from time 0 to infinity, AUCO-=° is the area under the serum 
concentration time curve from time 0 to infinity, CLj, is the total 
systemic clearance, MRT is the mean residence time, and t^^^xz 
the elimination half-life. The non-compartmental analysis was 
performed using the sparse sampling routine, which utilizes the 
mean concentration at each time point for analysis. Input for the 
mAb doses were intravenous infusions of 2 min duration, and 
the extravascular input function was used for the METH doses. 

Statistical analysis 

The interval data for body weights and hematocrit values were 
determined as mean ± standard deviations. These were compared 
across groups with a one-way ANOVA. For post-hoc analysis, a 
Dunnett test was used for comparison to baseline values of the 
hematocrits, and a test for linear trends was used for the body 
weight data. For all experiments, statistical significance was 
achieved at a level oi P < 0.05. Because of the sparse sampling 
approach, statistical analysis of the pharmacokinetic data was not 
performed. 
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